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SUBJECT: Dr. Siegfried Weidauer 


Doctor Siegfried Weidauer, Leipzig GI, Paul-List Strasse 16, 
Leipzig, Germany. Working in the clinic of Professor Heller of Leipzig. 
Dre Weidauer wrote his doctoral dissertation on the subject: "'Three~Stage 


Large Bowel Resection as the Safest Method". 
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